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DEPARTMENT OF ENERGY 

NOTIFICATION 

The 21st November 2007 
No. 10193 -- R . R. III.-30/ 2007/E. - Shri U. P. Singh , I. A. S., Commissioner- cum -Secretary to 
Government, Department of Energy is nominated as a Director both in the Board of Directors of 
GRIDCO and OPTCL in place of Shri L. N. Gupta , I. A. S., Ex -Commissioner-cum -Secretary to 
Government, Department of Energy. 


By order of the Governor 

VISHAL GAGAN 
Joint Secretary to Government 
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